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~ PROGRAMME 


Quartet in G Major G. Ph. Telemann 


(1681-1767) 
Allegro - Grave - Allegro 


Laurel Trainor, flute; Lesley Young, oboe; 


Kathy Hogan, violin; Kathy Ure, cello 
Timothy Brown, harpsichord 


Sonata in G Minor A. Vivaldi 


(1680-1743) 
Largo - Allegro Molto 


Scott McKay, flute; Tina Levy, oboe 
Timothy Brown, harpsichord 


Sonata in E Minor” G. Ph. Telemann 
Largo - Vivace - Andante - Allegro 


Timothy Brown, flute; David Sussman, oboe; 
Perry Foster, cello; Juergen Petrenko, harpsichord 


Sonata in G Minor -G. F. Handel 
(1685- 1959)" 
Andante - Allegro 


Kathy Ure and Perry Foster, cello 
Juergen Petrenko, harpsichord 


Sonata in G Major | J. S. Bach 
Adagio - Allegro ma non presto - Adagio e piano - Presto 


David Sussman, oboe; Marianne Urke, violin 
Benson Bell, bassoon; Margaret Matheson, harpsichord 


